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amount of every payment made by the Insurers hereunder
(whether during the first or any subsequent period of insurance
or after the termination of this Policy) irrespective of the par-
ticular period or periods of Insurance in which the accidents
claims or proceedings giving rise to any such payments occurred
or were made or instituted or notified to the Insurers
PROVIDED THAT the liability of each of the Insurers Indi-
vidually in respect of the indemnity hereby granted shall be
limited to the proportion set against its name or such other pro-
portion as may be substituted therefor by memorandum hereon
or attached hereto signed by or on behalf of the Insurers.
SIGNED on behalf of the British Insurance (Atomic Energy)
Committee which Is duly authorised by the Insurers and herein-
after referred to as the Committee.

THE SCHEDULE

Policy No.

The Insured:    Name
Address

The Business:    Manufacturers or suppliers of ,

Accidents: Accidents happening in connection with the Business
arising out of fault or defect in the Products and
occurring within a Nuclear Installation and within

the Geographical Limits

Products:          Any material  article or  equipment supplied  for or

used In a Nuclear Installation or any container In
which such material article or equipment is supplied

Nuclear Installation: Any nuclear reactor or ancillary plant
laboratory or storage or waste disposal facility
associated with such nuclear reactor

Geographical Limits: Anywhere in the world excluding the United
States of America its territories and possessions Puerto
Rico and the Canal Zone and Canada

Limit of Indemnity:

Premium:

Period of Insurance:    From:                           To:

both dates inclusive

Policy Signed on:

CONDITIONS

1 This Policy and the Schedule shall be read together as one
contract and any word or expression to which a specific meaning
has been attached in any part of this Policy or of the Schedule
shall bear such specific meaning wherever it may appear